The windows on north and south sides are in good condition. Trim and
frames are intact and still tight. Glazing on south windows is broken
with pieces missing. Slight racking of the frame may have caused
breakage. The window was apparently built with the glass in place and
then installed (the glass is fitted into saw kerfs on all four sides of
the frame) . The shelving system around the south window is in
excellent condition.

The window on the west end appears to have been a later addition. It
is a different style from the north and south windows and is
potentially large enough to crawl out of (not very efficient in a
jail). The frame is loose, all boards are weathered and the stops are
missing as is the glazing. The shelf above the window is in good
shape.

The entry door on the east end of the cabin is loose on its hinges.
The hinges (stamped metal) are rusted. The surface mounted lock set is
broken and what appears to have been a dead bolt is missing. A
patterned fabric covers the lower part of the inside of the door and is
deteriorating. A window in the upper part of the door has one broken
pane. The glass looks as though it has been replaced often and the
frame work of the window appears to have been hastily adapted to
different sizes of glass over the years. Weather stripping, in the
form of rolled bead cotton wicks, is missing or deteriorated around the
door joints.

The door to the storage room will not shut due to settling of the porch
planks. Hinges are badly racked and loose. The wood pivot latch is in
working order,

3)  Floors and Foundation

The floor in the main cabin consists of 1 inch

random width planks nailed to 2-3 inch diameter log stringers. The
stringers are placed on grade at 2 feet to 2 feet 6 inches on center.
The floor shows a slight bow and is heaving slightly in the middle.
There are no holes or hollow spots in the boards, but, they appear
loose in places. Condition of the stringers is unknown though they are
probably rotting since they are on grade and exposed to the ground
moi sture.

The porch floor is heavily weathered and deteriorating in places. The
boards are loose and the two stringers underneath are rotting
considerably.

The sill logs on all sides of the building are in the final stages of
decay. Soft and yielding to the touch, they show signs of dry rot and
there may be carpenter ant activity. The sill logs are set directly on
the ground with no evidence of any sub-foundation or rock piling.
There may have been a garden along the south side at one time but
everything has decomposed - including part of the foundation along the
wall.
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